OTTOSON MIDDLE SCHOOL 

ARLINGTON, MA 



D-R-A 


RFP NO. 17-37 

OTTOSON MIDDLE SCHOOL 

Vestibule and Administrative Office Improvements 

ARLINGTON, MA 

ADDENDUM NO. 1 

JUNE 16, 2017 

The original Specifications and Drawings dated June 7, 2017 for the above-captioned project are amended as 
stated in this Addendum. This Addendum consists of one (1) page, plus the following attachments. 


ATTACHMENTS 


Pre-Bid Site Visit Attendance Record 


AMENDMENTS TO DRAWINGS 


ARCHITECTURE 


ADD 1-001 A-l - FLOOR PLANS, ELEVATIONS, SCHEDULES AND DETAILS 

REVISE door schedule title bar to read "DOOR SCHEDULE - OTTOSON SCHOOL". 

ADD the following note to Partitions Type #1, "AT HIGH CEILING LOCATIONS, PARTITION TO BE 
TERMINATED AND FINISHED AT 8'-0" AFF". 


REVISE the transaction window detail notes 1 & 4 to read as follows. 
"1 UL LISTED BULLET RESISTANT COMPOSITES 
4 UL LISTED LEVEL 3 BULLET RESISTANT GLAZING" 


END OF ADDENDUM 1 
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